I2AH7-GT 
MEDIUM-MU TWIN TRIODE 


GENERAL DATA 


Electrical: 


Heater, for Unipotential Cathodes: 
Voltage... ssss es 12.6 ... s... ac or de volts 
Current. . 2... ee ee (OE S > Shears wet cane’ e... amp 
Direct Interelectrode Capacitances (Approx. ):° 
Unit No.1 Unit No.2 
Grid to plate. .......- 3 2.2 unf 
Grid to cathode 
and heater... 6. 6 we wae 2.8 3.2 put 
Plate to cathode 
and heater. 2... 27 2 eee 2.6 3 put 
Plate of unit No.1 to 
plate of unit No.2......24.. 0.4 py 
Grid of unit No.1 to 
grid of unit No.2, s.s s e... «0.06 put 
Characteristics, Class A, Amplifier (Each unit): 
Plate Voltage. ... +. e eee 100 180 volts 
Grid Voltage. .... sawe 1-326 -6.5 volts 
Amplification Factor... . 16 16 
Plate Resistance (Approx.) . . . 10300 8400 ohms 
Transconductance . s.. e. s a 1550 1900 pmhos 
Plate Current. ssaa aas à 3.7 7.6 ma 
Grid Voltage (Approx.) for plate 
current of 10 pamp ..... 8.5 -16 volts 
hanical: 
Mounting Position. ...... ae etn Welfare: lon Go Due cb E E Any 
Maximum Overall Length . . ses sss ee ee eee 3-1/16" 
Maximum Seated Length. . . sa s s s ew ee ee ee ews 2-1/2" 
Maximum Diameter... ..... wee ww ew ew ew ew 19/32" |e 
Dimensional Outline. ..... Arse . See General Section 
lOar e ME asset e fet te cto? nes, ca ee Mane ea te! el a aeg 


Base aesa intermediate-Shel] Octal 8-Pin (JETEC No. B8-6) 
Basing Designation for BOTTOM VIEW . 8BE 


Pin 1 - Grid of O © ee v i 
Unit No.2 nit No. 
Pin 2 - Cathode of G) We) Pin 6 - las n i 
Unit No.2 nit No. 
Pin 3 - Plate of Pin 7 — Heater 
Unit No.2 ONG AAD Pin 8 — Heater 
Pin 4 — Cathode of C) (a) 
Unit No.1 


O With external shield JETEC No. 308 connected to cathode of unit under test. 


æ Indicates a change. 
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I2AH7-GT 
MEDIUM-MU TWIN TRIODE 


AMPLIFIER - Class Ay 


Values are for Each Unit 
Maximum Ratings, Design-Center Values: 
PEATE -VOUTAGE Sa, satara 225 B8 Mega ee ace Made 180 max. volts 
PLATE~SUPPLY VOLTAGE... ...... 300 max. volts 


PLATE DISSIPATION. . 2... 2.2 1.5 max. watt 
— | PEAK HEATER-CATHODE VOLTAGE: 


Heater negative with respect to cathode. 200 max. at 


Heater positive with respect to cathode. 2004max. volts 


“ The dc component must not exceed 100 volts. 


= indicates a change. 
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